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SITE FLOOR PLAN 
FREMONT UNIFIED 052 KENNEDY HIGH SCHOOL 
SCHOOL DISTRICT 39999 BLACOW STREET 
MC) 4210 TECHNOLOGY DR. FREMONT, CA 94538 


FREMONT CA. 94538 PROJECT NO. DWG NO. ney 
TOT AGE=42.9 FACILITIES DEPT. 
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